‘President Al Gore’ was Not a Washington Times Headline - It 
Actually Said Bush Won 
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A physical copy of the Washington Times the day George Bush won the election against Al Gore, 
Wednesday, November 8, 2000, show that the headline was ‘President Bush’. 


Tim Murtaugh, the Trump campaign’s director of communications, tweeted the doctored image Sunday 
afternoon. “Those photos have been doctored. The Washington Times never ran a ‘President Gore’ 
headline,” the newspaper said in response. “We also wish to add that Mr. Murtaugh has been officially 
notified via email about this error.” 


Murtaugh deleted the tweet. If anyone is interested in the leftist response to the election being stolen from Al 
Gore, who not only won Florida but also the popular vote, watch Michael Moore’s documentary Fahrenheit 
9/11. At the beginning, he shows footage of a veritable riot as the motorcade drives to the inauguration. 
Investigative reporter Greg Palast did great work exposing the electoral fraud in Florida by Republicans in 
that election, mostly against black voters. Maybe Al Gore would’ve started a war in Iraq too, but | doubt it. 
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